From: 

Bucci, Jeremy (SUF) 

Sent: 

Wednesday, March 03, 2010 3:13 PM 

To: 

Khan, Annie (DPH) 

Subject: 

Device calibration 

Hi Annie, 



One of our ADA's received a motion for: "documentation of the accuracy and maintenance of the testing device, 
including make, model and year of device, maintenance protocol, calibration history, accuracy history including 
false history and instructions and training materials related to the device". 

Has the lab recieved any motions like this? Are there attorney's for the lab that are answering motions like 
this? If you guys have had some of these motions is there an easy way to respond to these motions, such as a 
printout? 

Jeremy Bucci 

Chief of Narcotics and Asset Forfeiture Unit 
Suffolk County District Attorney's Office 
1 Bulfinch Place 
Boston, MA 02114 
(617) 619-4127 (o) 

(617) 523-5962 (f) 
jeremy.bucci@state.ma.us 
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